USE  OF APPARATUS
Great care must also be taken to guard against the
common error of employing large flasks, funnels, etc., for the
manipulation of very small quantities of liquids or of crystals,
since this leads to considerable loss of material.
Lipped beakers should always be employed for crystal-
lizations, except in case of very volatile solvents, when conical
flasks may be used. The use of the so-called " crystallizing
dishes " is to be deprecated almost invariably.